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Hydrocyphon mirabilis YOSHITOMI et M. SATO was described from China on the basis of one 
male specimen (YOSHITOMI & SATO, 2005). Recently I examined a specimen of this species 
collected from Thailand. I am going to record it for the first time from Thailand as below. 

Specimen examined. 1% (genitalia examined; preserved in Staatleiches Museum fiir Na- 
turkunde, Stuttgart: SMNS), “THAI 13/5,1993 19.29N 98.18E SOPPONG 750m Vit Kuban 
leg.” 

From the type locality, the new locality is about 1,300 km distance. But the male genitalia of 
the additional specimen are quite same shape to the holotype. 

I thank Dr. Wolfgang SHAWALLER (SMNS) for his permission to loan the museum 
collections. 
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